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INFO OCT-01 EUR- 1 2 ISO-OO SSO-OO TRSE-00 FEA-01 /022 W 

109457 192331Z/66 
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UNCLAS CALGARY 0364 

E.O. 11652:N/A 

TAGS: ENRG,CA 

SUB J : GAS PIPELINE DATA 

REF: PLACKE-RATTRAY TELECON 8/1 8/77 
374/CAN FOR BROH-KAHN 

1 . THERE FOLLOWS GAS PIPELINE DATA AND TAX INFORMATION 
REQUESTED BY REFERENCE TELECON: 

(A) ALBERTA: 

1. THERE ARE 3746 MILES OF MAIN GAS TRANSMISSION 
PIPELINE IN ALBERTA. PIPE USED FOR THIS PURPOSE 
VARIES FROM SIXTEEN TO FORTY-TWO INCHES IN DIAMETER. 

(ERCB LISTS A TOTAL OF 10,242 MILES OF GAS LINES IN 
ALBERTA BUT MUCH OF THIS FOOTAGE IS OF SMALL DIAMETER 
(THREE TO SIX INCHES) I.E., LINE WHICH WOULD BE MOST 
APPROPRIATELY CHARACTERIZED AS FEEDER PIPELINE.) 

2. IN ALBERTA GAS PIPELINE TAXES ARE BASED ON LINEAL 
FOOTAGE AND SIZE OF PIPE. ASSESSMENTS ARE MADE ON 
BASIS OF ESTABLISHED RATES WITH DEPRECIATION, 

FIXED AND IMMEDIATE, ALLOWED TO BASE YEAR 1963. RATES 
WHICH ARE SET BY MUNICIPAL AFFAIRS 
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MINISTRY VARY FROM 

DOLS 1.64 .CENTS PER FOOT FOR SIXTEEN INCH PIPE TO 
DOLS 6.56 FOR 42 INCH PIPE. (48 INCH PIPE RATE 
CURRENTLY SET AT DOLS 7.20). MUNICIPAL TAX RATES 
AVERAGED 88 MILLS IN 1976. STUDY WHICH WILL FORM 
BASIS FOR NEW (AND HIGHER) 1978 TAX RATES IS NOW IN 
PROGRESS. PUMPING STATIONS ARE ASSESSED LOCALLY IN 
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ACCORDANCE WITH ESTABLISHED CRITERIA (SIZE, SQUARE 
FOOTAGE, ETC.) ON BASIS OF 1963 REPLACEMENT VALUE. 

(B) SASKATCHEWAN: 

1. THERE ARE 1514 MILES OF MAIN GAS TRANSMISSION 
PIPELINE IN SASKATCHEWAN. PIPE USED FOR THIS PURPOSE 
VARIES FROM 34 TO 42 INCHES IN DIAMETER. 

2. PROPERTY TAX ASSESSMENTS ON PIPELINE INVESTMENT 

IN SASKATCHEWAN ARE IN ACCORDANCE WITH RATES PRESCRIBED 
BY THE MINISTER OF MUNICIPAL AFFAIRS. A STATUTORY 
ASSESSMENT PER MILE HAS BEEN SET FOR EACH PIPELINE SIZE. 
THESE ARE PRESENTLY AS FOLLOWS: 

34 INCH DOLS 13,800 
36 DOLS 14,640 

42 DOLS 17,520 

48 DOLS 19,320 

THE PER MILE ASSESSMENTS APPLY UNIVERSALLY TO ALL 

PIPELINES IN THE PROVINCE. PER MILE RATE WAS LAST 
REVISED IN 1967. COMPRESSOR STATION INVESTMENTS ARE 
ASSESSED ON THE BASIS OF LAND AND BUILDING VALUES PLUS 
A BUSINESS ASSESSMENT OF 10 PERCENT OF THE SUM OF LAND 
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AND BUILDING VALUES. MILL RATES APPLIED TO THE ASSESSED 
VALUES ARE DETERMINED BY THE INDIVIDUAL MUNICIPALITIES 
AND VARY DEPENDING ON THE REVENUE REQUIREMENTS OF THE 
MUNICIPALITY IN WHICH THE INVESTMENT IS LOCATED. 

RATES REFLECT REQUIREMENTS FOR GENERAL TAX PURPOSES, 
SCHOOL, HOSPITAL, AND IN SOME INSTANCES, SPECIAL 
IMPROVEMENT BY-LAWS. AVERAGE 1976 MILL RATE IN 
SASKATCHEWAN WAS 87.5 MILLS AND THIS IS EXPECTED TO 
INCREASE TO 95 MILLS IN 1977. SASKATCHEWAN PIPELINE 
TAXES ARE THE LOWEST IN CANADA. 

3. ABOVE INFORMATION WAS PROVIDED BY ALBERTA ENERGY 
RESOURCES CONSERVATION BOARD, ALBERTA GAS TRUNKLINES 

LTD., TRANSCANADA PIPELINE LTD., AND ALBERTA MINISTRY 
OF MUNICIPAL AFFAIRS. 

RATTRAY 


UNCLASSIFIED 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: DATA, PIPELINES, TAXES 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 19-Aug-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977CALGAR00364 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770300-0928 
Format: TEL 
From: CALGARY 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770845/aaaablux.tel 

Line Count: 112 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: c5240358-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 12-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

SAS ID: 1553035 

Secure: OPEN 

Status: NATIVE 

Subject: GAS PIPELINE DATA 

TAGS: ENRG, CA 

To: STATE 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/c5240358-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



